PHILIP MORRIS 

INCORPORATED 


(804) 274-2822 
TELEX 827339 


LAW DEPARTMENT 

PATENT SECTION P.O. BOX 26583, RICHMOND, VIRGINIA 23261 


8 December 1983 


George A. Depaoli, Esq. 

Depaoli & O'Brien 
Suite 1005 - Crystal Mall 1 
1911 Jefferson Davis Highway 
Arlington, VA 22202 

RE: OPTICALLY ACTIVE NICOTINE ANALOGS 
USSN 377,989 PM 893 DIV II 
Your file D&0-79-14/II 


Dear George: 

The final action in this application rejecting Claim 40-47 and allowing 
Claims 48-55 is enclosed. Bill Edwards is likely to be in touch with you 
shortly because he believes there is some hope for the rejected claims, which he 
considers more important than the allowed ones. 

Very truly yours, 

— / 

G. Esler Inskeep 
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Enclosure 

cc: T. Osdene 
E. Sanders 
S. Hutcheson 
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Source: https://www.industrydocumer 3 .ucsf.edu/docs/khmj0000 
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